director      Mr.  Morrison stated that the mine roof  support was
inadequate in that the respondent was using  54-inch  roof
bolts and MSHA was seeking a change in the plan to  require
the respondent to use  7  foot bolts.

Mr.  Morrison testified that the number  6  section was  one
of  the areas where the respondent had roof  control problems,
and he described the track entries and roof  bolting  pattern,
and confirmed that 54  inch bolts were being used  for  roof
control.     Mr.  Morrison stated that he observed fractures   in
the roof  strata at the 16+90  and 16+50  locations,   and he
indicated that the roof had "dropped down"   and was  sagging  at
all three locations described in the citation.     It  sagged
from 6  to 10  inches at the fracture points.     The fractures  or
"cutters" were located approximately 12  inches off  the rib
line for  about 20  feet at each of the three  locations.     He
also observed excessive water dripping from the fractures  at -
the 19+00  location,  and he stated that water causes  roof
deterioration and roof  separations.     He also believed  that
sagging  roof conditions  indicate roof failure.

Mr.  Morrison confirmed that he issued  the citation
because of the presence of roof fractures  along  the  left  rib,
the sagging roof,  and the presence of water  at  the  locations
which he described.    The area where he detected water
dripping  from the roof was a heavily travelled track  entry
used by the miners as a travelway to and from the working
faces.    Mr.  Morrison stated that he  issued  the citation  on
his own and did not consult with Mr.  Merrified.

Mr.   Morrison stated that 10 men were on the working  sec-
tion at the time of his  inspection,  and he believed  that  the
cited conditions presented a potential roof  fall  hazard.     He
confirmed that there were 13 reported intentional roof  falls
in the mine in 1984,  and that he inspected some but not  all
of  them.     He identified exhibit G-3,  as  the roof  fall  reports,
and  indicated that two or three of them occurred on  the  number
6   section,  but that they were outby the track areas  cited  in
this case.

Mr.  Morrison stated that roof  support posts were
installed to abate the citation,  and while rehabilitation
work had taken place on the entry in question,   he was  not
aware of any such work being planned or done on  the day of
his  inspection.    The rehabilitation work  included the  instal-
lation of^roof bolts and trusses,  and he confirmed that posts
had been  installed at the area where he observed water  seep-
ing through the roof fractures.

19'10retary's allega-
